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Squint 




Hydrocephalus 





Hydrocephalus 



Hydrocephalus 



Cerebral Palsy 



Cerebral Palsy 



Cerebral Palsy 




Microcephaly 





Hypotonia 




Hypertonia 



Facial Palsy 



Erbe's Palsy 



3 rd Nerve Palsy 



Kernig's Sign 




Brudzinski's Sign 





Muscular Dystrophy (Gower Sign) 




Winging of the Scapula 



Edema 
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Ascites 



Nephrotic Syndrome 



Hypothyroidism 



Cretin 





Mucopoly saccaridosis 


Cushioned Face 



Crushing 





Respiratory Distress 



Peak Flow meter 


ZONE SYSTEM FOR MONITORING 
CHANGES IN PEFR 
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adapted from Children With Aathma: A Manual For Paranta 
by Thomas 8. Ptaut, MIX, copyright 1868 
Pedtprets, Inc. Used with permission 





Peak Flow meter 








Eczema 





Corneal Opacity 



